I2C interface for the 
printer port 

March 1999, Supplement p. 
10-11 (990034-1) 


If the software keeps produc- 
ing error messages despite 
proper operation of the hard- 
ware, pins 10 (ACK) and 13 
(SLCT) of K1 should be con- 
nected to ground. 





EEDTS Pro 

Series, June 1999 — October 
1999 (980055) 

Constructors and users are 
advised that the author, S. de 
Vries, has set up a dedicated 
website at: 
www.gironet.nl/home/editspro 
Mr. De Vries may also be 
reached by email on: 
editspro@gironet.nl 


Poor Man’s 
Shortwave radio 


October 1999, p. 42-45 
(990068-1) 


On the PCB, the centre pin of 
filter MF11 has no ground 
connection. This causes insuf- 
ficient selectivity. The error 
may be corrected by fitting a 
small piece of wire as indi- 


CORRECTIONS 


cated in the drawing. 

If you use a capacitor with a 
pin spacing of 7.5mm in posi- 
tion C13, the ground connec- 
tion has to be made with a 
small piece of wire. 
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